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3.6 ( c K 1 X iii ) 

PRIMARY ENCLOSURES. 

Sec. 3.6 Primary enclosures. 

Primary enclosures for dogs and cats must meet the following minimum requirements: 

(c) Additional requirements for dogs- 
(1) Space. 

(iii) The interior height of a primary enclosure must be at least 6 inches higher than the head of the tallest dog in the 
enclosure when it is in a normal standing position: Provided That, prior to February 15, 1994, each dog must be able to stand 
in a comfortable normal position. 

- There is one akita, eight Siberian husky, two american bulldogs, and four labs in pens that the canines head is touching 
the top of the pen or have only two inch of clearance with the top of the pen when they are standing in a normal manner. Need 
to ensure that the enclosures that the canines are in, provide at least six inches higher than their heads when they stand in a 
normal standing position. 

Item affects: 15 pups 

To be corrected by: Corrected by the end of the inspection. 


Inspection was conducted David Courtright- ACI. 
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